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lo NOISE PROGRAM WILL NOT BE CONSIDERED AS COMPLETE UNTIL 
SATISFACTORY CONCLUSION OF SYSTEM 7 TEST PRESENTLY BEING CONDUCTED 


ON NBR 344 0 

2* COST TO 1 APR 59 } RADIO NOISE PROGRAM APPROX $5,500 O DOES 
NOT INCLUDE $3,500 TO DATE EXPENDED ON SYSTEM 7 TESTSo 
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